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Fracture resistance of metal-free composite crowns—eftects of fiber 
reinforcement, thermal cycling, and cementation technique 
(Lehmann et al). 2004;92:258-64 

Influence of acidulated phosphate fluoride solution on the color 
stability of indirect composites (Tanoue et al). 2004;92:343-7 

An interdisciplinary approach for restoring function and esthetics 
in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 

Repair of bis-acryl provisional restorations using flowable com- 
posite resin (Bohnenkamp and Garcia). 2004;92:500-2 

Restoration of anterior teeth with indirect composite partial 
coverage crowns: a clinical report (Rappelli et al). 2004;92: 
519-22 

A technique for restoring an overflared root canal in an anterior 
tooth (Erkut et al). 2004;92:581-3 

Thermo-hydrolytic stability of core foundation and restorative 
composites (Arksornnukit and Takahashi). 2004;92:348-53 

Computed tomography; see Tomography, x-ray computed 
Computer-aided design 

CAD-CAM generated ear cast by means of a laser scanner and rapid 
prototyping machine (Ciocca and Scotti). 2004;92:591-5 

Contemporary materials and technologies for all-ceramic fixed 
partial dentures: a review of the literature (Raigrodski). 
2004;92:557-62 

Influence of cyclic loading and luting agents on the fracture load of 
two all-ceramic crown systems (Attia and Kern). 2004;92: 
551-6 

Computers 

Incorporation of microchips to facilitate denture identification by 

radio frequency tagging (Millet and Jeannin ). 2004;92:588-90 
Copper 

Effect of different high-palladium metal-ceramic alloys on the color 
of opaque and dentin porcelain (Stavridakis et al). 2004;92: 
170-8 

Craniomandibular disorders 

Annual review of selected dental literature: Report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92:39-71 

Fabrication of a custom diving mouthpiece using a thermoforming 
material (Matsui et al). 2004;92:392-4 

Quantification of the relative risk of multiple occlusal variables for 
muscle disorders of the stomatognathic system (Landi et al). 
2004;92:190-5 

Simple instrument for auscultation of temporomandibular joint 
sounds (Leknius and Kenyon). 2004;92:604 

Crowns 

Combined prosthodontic and orthodontic treatment of a patient 
with a Class III skeletal malocclusion: a clinical report (Sakar 
et al). 2004;92:224-8 
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Distal implants to modify the Kennedy classification of a removable 
partial denture: a clinical report (Kuzmanovic et al). 2004;92:8-11 

The effect of adult growth on an anterior maxillary single-tooth 
implant: a clinical report (Tarlow). 2004;92:213-5 

Effect of margin location on crown preparation resistance form 
(Bowley et al). 2004;92:546-50 

he effect of various finish line preparations on the marginal seal 
and occlusal seat of full crown preparations (Gavelis et al). 
2004;92:1-7 

Esthetic enhancement of ceramic crowns with zirconia dowels and 
cores: a clinical report (Toksavul et al). 2004;92:116-9 

Finite clement analysis of three designs of an implant-supported 
molar crown (Geramy and Morgano). 2004;92:434-40 

Fracture resistance of metal-free composite crowns—effects of fiber 
reinforcement, thermal cycling, and cementation technique 
(Lehmann ct al). 2004;92:258-64 

In vitro fracture strength of teeth restored with different all- 
ceramic crown systems ( Potiket et al). 2004;92:491-5 


Influence of cyclic loading and luting agents on the fracture load of 


two all-ceramic crown systems (Attia and Kern). 2004;92: 
551-6 
Influence of different adhesive resin cements on the fracture 
strength of aluminum oxide ceramic posterior crowns ( Komine 
et al). 2004;92:359-64 
Management of peri-implant bone loss using guided bone 
regeneration: a clinical report (Tomson et al). 2004;92:12-6 
Restoration of anterior teeth with indirect composite partial cover 
age crowns: a clinical report ( Rappelli et al). 2004;92:519-22 
Retention and resistance of preparations for cast restorations ( Potts 
et al). 2004;92:207-12 
Using silicone occlusal registration material as a guide for tooth 
preparation (Hsu). 2004;92:302 
Vertical marginal discrepancy of ceramic copings with different 
ceramic materials, finish lines, and luting agents: an in vitro 
evaluation (Quintas et al). 2004;92:250-7 
CT; see Tomography, x-ray computed 
Curve of Spee 


An evaluation of the curve of Spec in the maxilla and mandible of 


human permanent healthy dentitions (Xu et al). 2004;92: 
530-9 


Cyclic loading 


Influence of cyclic loading and luting agents on the fracture load of 


two all-ceramic crown systems (Attia and Kern). 2004,92:551-6 


D 
Deglutition 
Altered prosthodontic treatment approach for bilateral complete 
maxillectomy: a clinical report (Cheng et al). 2004;92:120-4 
Morphologic comparison of two neutral zone impression techni- 
ques: a pilot study (Makzoume ). 2004;92:563-8 
Dental anxiety 
Patient-fabricated denture prostheses: a clinical report (Mamoun 
et al). 2004;92:423-7 
Dental arch 


An evaluation of the curve of Spee in the maxilla and mandible of 


human permanent healthy dentitions (Xu et al). 2004;92: 
536-9 
Evaluation of the factors necessary to develop stability in 
mandibular dentures (Wright). 2004;92:509-18 
The shortened dental arch: a review of the literature (Armellini and 
von Fraunhofer). 2004;92:531-5 
Dental articulators; see Articulators 
Dental caries; see Caries 
Dental clasps 
A technique for fabrication of a provisional fixed partial denture for 
nonparallel abutments (Jamani and Fayyad ). 2004;92:584-7 
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Dental floss 
Adaptation of fiber-reinforced strip using dental floss for the direct 
splinting technique (Papazoglou and Anagnostou ). 2004;92: 
600-1 
Dental materials 
Annual review of selected dental literature: Report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92:39-71 
Contemporary materials and technologies for all-ceramic fixed 
partial dentures: a review of the literature ( Raigrodski). 2004; 
92:557-62 
Dental pulp 
Annual review of selected dental literature: Report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92:39-71 
Dental pulp cavity 
A technique for restoring an overflared root canal in an anterior 
tooth (Erkut et al). 2004;92:581-3 
Dental stone; see Calcium sulfate 
Dental stress analysis 
Analysis of strain around endosseous dental implants opposing 
natural teeth or implants (Hekimoglu et al). 2004;92:441-6 
Dental veneers; see Veneers 
Dentin 
The effect of airborne-particle abrasion on the shear bond strength 
of four restorative materials to enamel and dentin (Mujdeci and 
Gokay ). 2004;92:245-9 
Effect of different high-palladium metal-ceramic alloys on the color 
of opaque and dentin porcelain (Stavridakis et al). 2004; 
92:170-8 
Effect of different peroxide bleaching regimens and subsequent 
fluoridation on the hardness of human enamel and dentin 
(Lewinstein et al). 2004;92:337-42 
Influence of polymerization mode of dual-polymerized resin direct 
core foundation systems on bond strengths to bovine dentin 
(Oooka et al). 2004;92:239-44 
Investigation into the nature of dentin resin tags: a scanning 
electron microscopic morphological analysis of demineralized 
bonded dentin (Giachetti et al). 2004;92:233-8 
Dentin-bonding agents 
Amalgam repair with a 4-META resin (Chang). 2004;92:506-7 
Influence of cyclic loading and luting agents on the fracture load of 
two all-ceramic crown systems (Attia and Kern). 2004;92: 
551-6 
Denture, complete 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
Morphologic comparison of two neutral zone impression techni- 
ques: a pilot study (Makzoumeé ). 2004;92:563-8 
Repair strength of autopolymerizing, microwave, and conventional 
heat-polymerized acrylic resins (Rached et al). 2004;92: 
79-82 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
Use of a reline jig to fabricate a complete denture implant surgical 
guide from an existing complete denture (Plummer and 
Nahon ). 2004;92:598-9 
Denture, complete, immediate 
A simple procedure for minimizing adjustment of immediate 
complete denture: a clinical report (Bissasu). 2004;92:125-7 
Denture, complete, mandibular 
Correcting a nonparallel implant abutment for a mandibular 
overdenture retained by two implants: a clinical report 
(Khadivi). 2004-92:216-4 
A descriptive 18-year retrospective review of subperiosteal implants 
for patients with severely atrophied edentulous mandibles 
(Moore and Hansen). 2004;92:145-50 
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Direct procedure for connecting a mandibular implant-retained 
overdenture with ball attachments (Taddei et al). 2004;92: 
403-4 

Evaluation of the factors necessary to develop stability in 
mandibular dentures (Wright). 2004;92:509-18 

Denture, complete, maxillary 

Flexible denture flanges for patients exhibiting undercut tuberos- 
ities and reduced width of the buccal vestibule: a clinical report 
(Lowe). 2004;92:128-31 

Patient-fabricated denture prostheses: a clinical report (Mamoun 
et al). 2004:92:423-7 

Prosthetic rehabilitation for a patient with microstomia: a clinical 
report (Benetti et al). 2004;92:322-7 

Denture, overlay 

Combined prosthodontic and orthodontic treatment of a patient 
with a Class III skeletal malocclusion: a clinical report (Sakar 
et al). 2004;92:224-8 

Correcting a nonparallel implant abutment for a mandibular 
overdenture retained by two implants: a clinical report 
(Khadivi). 2004-92:216-4 

A descriptive 18-year retrospective review of subperiosteal implants 
for patients with severely atrophied edentulous mandibles 
(Moore and Hansen). 2004;92:145-50 

Direct procedure for connecting a mandibular implant-retained 
overdenture with ball attachments (Taddei et al). 2004;92: 
403-4 

Patient-fabricated denture prostheses: a clinical report (Mamoun 
et al). 2004;92:423-7 

Prosthetic rehabilitation for a patient with microstomia: a clinical 
report (Benetti et al). 2004;92:322-7 

Retention guide for resilient dental attachments (Hsu). 2004;92: 
93-4 

Stress transfer of four mandibular implant overdenture cantilever 
designs (Sadowsky and Caputo). 2004;92:328-36 

Denture, partial 

Contemporary _ partial 

2004;92:409-17 
Denture, partial, fixed 

Combined prosthodontic and orthodontic treatment of a patient 
with a Class III skeletal malocclusion: a clinical report (Sakar 
et al). 2004;92:224-8 

Contemporary materials and technologies for all-ceramic fixed 


denture designs (McCracken). 


partial dentures: a review of the literature (Raigrodski). 2004; 
92:557-62 

Fixed partial denture supported by all-ceramic copings: a clinical 
report (Pellecchia et al). 2004;92:220-3 


An interdisciplinary approach for restoring function and esthetics 


in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 

Intrusion and reversal of a free-standing natural tooth bounded by 
two implant-supported prostheses: a clinical report (Wang 
et al). 2004;92:418-22 

A technique for fabrication of a provisional fixed partial denture for 
nonparallel abutments (Jamani and Fayyad). 2004;92:584-7 

Denture, partial, fixed, resin-bonded 

In vitro fracture resistance of posterior metal-ceramic and all- 
ceramic inlay-retained resin-bonded fixed partial dentures 
(Kiligarslan et al). 2004;92:365-70 

Denture, partial, removable 

Combined prosthodontic and orthodontic treatment of a patient 
with a Class III skeletal malocclusion: a clinical report (Sakar 
et al). 2004;92:224-8 

Distal implants to modify the Kennedy classification of a removable 
partial denture: a clinical report (Kuzmanovic et al). 2004;92: 
8-11 

Patient-fabricated denture prostheses: a clinical report (Mamoun 
et al). 2004;92:423-7 
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Prosthetic rehabilitation for a patient with microstomia: a clinical 
report (Benetti et al). 2004;92:322-7 
Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004;92:428-33 
Technique for preparation of parallel guiding planes for removable 
partial dentures (Waghorn and Kuzmanovic). 2004;92:200-1 
Using silicone occlusal registration material as a guide for tooth 
preparation (Hsu). 2004;92:302 
Denture, precision attachment 
Combined prosthodontic and orthodontic treatment of a patient 
with a Class III skeletal malocclusion: a clinical report (Sakar 
et al). 2004;92:224-8 
Direct procedure for connecting a mandibular implant-retained 
overdenture with ball attachments (Taddei et al). 2004;92:403-4 
Distal implants to modify the Kennedy classification of a removable 
partial denture: a clinical report (Kuzmanovic et al). 2004;92: 
8-11 
Retention guide for resilient dental attachments (Hsu). 2004; 
92:93-4 
Tensile properties and hardness of cast Fe-Pt magnetic alloys 
(Watanabe et al). 2004;92:278-82 
Denture bases 
Effect of chemical disinfectants on the transverse strength of heat- 
polymerized acrylic resins submitted to mechanical and 
chemical polishing (Orsi and Andrade). 2004;92:382-8 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sarag¢ et al). 2004;92:283-7 
Evaluation of the factors necessary to develop stability in 
mandibular dentures (Wright). 2004;92:509-18 
Evaluation of varying amounts of thermal cycling on bond strength 
and permanent deformation of two resilient denture liners 
(Pinto et al). 2004;92:288-93 
Flexible denture flanges for patients exhibiting undercut tuberos- 
ities and reduced width of the buccal vestibule: a clinical report 
(Lowe). 2004;92:128-31 
Residual methyl methacrylate monomer, water sorption, and water 
solubility of hypoallergenic denture base materials (Pfeiffer and 
Rosenbauer ). 2004;92:72-8 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
A simple method to obtain uniform thickness of acrylic resin 
around a grid strengthener embedded in a denture base (Neri 
and Patil). 2004;92:95-6 
Denture design 
Contemporary partial denture designs (McCracken). 2004; 
92:409-17 
Flexible denture flanges for patients exhibiting undercut tuberos- 
ities and reduced width of the buccal vestibule: a clinical report 
(Lowe). 2004-;92:128-31 
Stress transfer of four mandibular implant overdenture cantilever 
designs (Sadowsky and Caputo). 2004;92:328-36 
Technique for preparation of parallel guiding planes for removable 
partial dentures (Waghorn and Kuzmanovic). 2004;92:200-1 
Denture identification marking 
Incorporation of microchips to facilitate denture identification by 
radio frequency tagging (Millet and Jeannin). 2004;92:588-90 
Denture liners 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sarag et al). 2004;92:283-7 
Evaluation of varying amounts of thermal cycling on bond strength 
and permanent deformation of two resilient denture liners 
(Pinto et al). 2004;92:288-93 
Denture repair 
Repair strength of autopolymerizing, microwave, and conventional 
heat-polymerized acrylic resins (Rached et al). 2004;92:79-82 
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Denture retention 
Contemporary partial denture designs (McCracken). 2004;92: 
409-17 
A descriptive 18-year retrospective review of subperiosteal implants 
for patients with severely atrophied edentulous mandibles 
(Moore and Hansen). 2004;92:145-50 
Direct procedure for connecting a mandibular implant-retained 
overdenture with ball attachments (Taddei et al). 2004;92: 
403-4 
Evaluation of the factors necessary to develop. stability in 
mandibular dentures (Wright). 2004;92:509-18 
Flexible denture flanges for patients exhibiting undercut tuberos- 
ities and reduced width of the buccal vestibule: a clinical report 
(Lowe). 2004:92:128-31 
Retention guide for resilient dental attachments (Hsu). 
2004-;92:93-4 
Stress transfer of four mandibular implant overdenture cantilever 
designs (Sadowsky and Caputo). 2004;92:328-36 
Dentures 
Masticatory performance and efficiency in denture wearers (Kapur 
and Soman ). 2004;92:107-11 
Dies 
Alterations of surface hardness with gypsum die hardeners ( Harris 
et al). 2004;92:35-8 
The effect of various finish line preparations on the marginal seal 
and occlusal seat of full crown preparations (Gavelis et al). 
2004;92:1-7 
Digital imaging 
CAD-CAM generated ear cast by means of a laser scanner and 
rapid prototyping machine (Ciocca and Scotti). 2004;92: 
591-5 
Digital photography 
Simplifying the correction of the digital image in shade commu- 
nication (Stumpel). 2004;92:202-3 
Disinfectants 
Effect of chemical disinfectants on the transverse strength of heat- 
polymerized acrylic resins submitted to mechanical and 
chemical polishing (Orsi and Andrade ). 2004;92:382-8 
Disinfection 
Evaluation of disinfected casts poured in gypsum with gum arabic 
and calcium hydroxide additives (Abdelaziz et al). 2004;92: 
27-34 
Distraction osteogenesis 
A multidisciplinary approach to restoring an acquired palatal defect 
using distraction osteogenesis: a clinical report (Armbruster 
et al). 2004;92:316-21 
Diving 
Fabrication of a custom diving mouthpiece using a thermoforming 
material (Matsui et al). 2004;92:392-4 
Dowels 
Esthetic enhancement of ceramic crowns with zirconia dowels and 
cores: a clinical report (Toksavul et al). 2004;92:116-9 
An in vitro study evaluating the effect of ferrule length on fracture 
resistance of endodontically treated teeth restored with fiber- 
reinforced and zirconia dowel systems (Akkayan). 2004;92: 
155-62 
Lactic acid root canal irrigation for dowel and core treatment: 
a pilot study (Ayad). 2004;92:540-5 
Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004:92:163-9 
A technique for restoring an overflared root canal in an anterior 
tooth ( Erkut et al). 2004:92:581-3 
Durapatite 
Histologic evaluation of a 12-year-old threaded hydroxyapatite- 
coated implant placed in conjunction with subantral augmen- 
tation procedure: a clinical report (Proussaefs et al). 2004;92: 
17-22 
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The use of short, wide implants in posterior areas with reduced 
bone height: a retrospective investigation (Griffin and Cheung). 
2004;92:139-44 


Ear 
CAD-CAM generated ear cast by means ofa laser scanner and rapid 
prototyping machine (Ciocca and Scotti). 2004;92:591-5 
A U-loop pressure clip for earlobe keloid (Vachiramon and 
Bamber). 2004;92:389-9] 
Ectodermal dysplasia 
Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004;92:428-33 
Elastic recovery 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 2004; 
92:151-4 
Elastomers 
An implant impression technique using a plaster splinting index 
combined with a silicone impression (Eid). 2004;92:575-7 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 2004; 
92:151-4 
Electroerosion 
In vitro comparative analysis of the fit of gold alloy or commercially 
pure titanium implant-supported prostheses before and after 
electroerosion (Sartori et al). 2004;92:132-8 
Electronics 
An in vitro evaluation of the reliability and validity of an electronic 
pantograph by testing with five different articulators (Chang 
et al). 2004;92:83-9 
Enamel 
The effect of airborne-particle abrasion on the shear bond strength 
of four restorative materials to enamel and dentin (Mujdeci and 
Gokay ). 2004;92:245-9 
Effect of different peroxide bleaching regimens and subsequent 
fluoridation on the hardness of human enamel and dentin 
(Lewinstein et al). 2004;92:337-42 
Endosseous implantation; see Implantation, endosseous 
Esthetics 
Altered prosthodontic treatment approach for bilateral complete 
maxillectomy: a clinical report (Cheng et al). 2004;92:120-4 
Clinical application of surgical fixation screws in implant prostho- 
dontics—part I: positioning of radiographic and surgical 
templates (Holst et al). 2004;92:395-8 
Combined prosthodontic and orthodontic treatment of a patient 
with a Class III skeletal malocclusion: a clinical report (Sakar 
et al). 2004;92:224-8 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
Effect of different high-palladium metal-ceramic alloys on the color 
of opaque and dentin porcelain (Stavridakis et al). 2004; 
92:170-8 
Esthetic enhancement of ceramic crowns with zirconia dowels and 
cores: a clinical report (Toksavul et al). 2004;92:116-9 
Fixed partial denture supported by all-ceramic copings: a clinical 
report (Pellecchia et al). 2004;92:220-3 
An interdisciplinary approach for restoring function and esthetics 
in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 
Lip plumper prosthesis for a patient with a marginal mandibulec- 
tomy: a clinical report (Mukohyama et al). 2004;92:23-6 
Patient-fabricated denture prostheses: a clinical report (Mamoun 
et al). 2004:92:423-7 
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Resin-bonded attachments for maxillary obturator retention: 
a clinical report (Grossmann and Madjar). 2004;92:229-32 
Restoration of anterior teeth with indirect composite partial cover- 
age crowns: a clinical report (Rappelli et al). 2004;92:519-22 
Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004;92:428-33 
Ethylenediaminetetraacetic acid 
Lactic acid root canal irrigation for dowel and core treatment: 
a pilot study (Ayad). 2004;92:540-5 
Evidence-based practice 
Annual review of selected dental literature: Report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92:39-71 
A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Wood and Vermilyea). 2004;92:447-62 
Extraoral prosthesis 
CAD-CAM generated ear cast by means of a laser scanner and rapid 
prototyping machine (Ciocca and Scotti). 2004;92:591-5 


F 
Face 
Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004;92:428-33 
Facial bones 
The effect of adult growth on an anterior maxillary single-tooth 
implant: a clinical report (Tarlow). 2004;92:213-5 
Facial nerve 
Lip plumper prosthesis for a patient with a marginal mandibulec 
tomy: a clinical report (Mukohyama et al). 2004;92:23-6 
Ferrule length 
An in vitro study evaluating the effect of ferrule length on fracture 
resistance of endodontically treated teeth restored with fiber- 
reinforced and == zirconia dowel (Akkayan). 
2004;92:155-62 
Fiber reinforcement 
Adaptation of fiber-reinforced strip using dental floss for the direct 


systems 


splinting technique (Papazoglou and Anagnostou). 2004;92: 
600-1 
Fracture resistance of metal-free composite crowns—eftects of fiber 
reinforcement, thermal cycling, and cementation technique 
(Lehmann et al). 2004;92:258-64 
A technique for restoring an overflared root canal in an anterior 
tooth (Erkut et al). 2004;92:581-3 
Finesse porcelain 
Comparison of three systems for the polishing of an ultra-low 
fusing dental porcelain (Wright et al). 2004;92:486-90 
Finishing; see Polishing 
Finite element analysis 
Evaluation of load transfer characteristics of five different implants 
in compact bone at different load levels by finite elements 
analysis (Bozkaya et al). 2004;92:523-30 
Finite element analysis of three designs of an implant-supported 
molar crown (Geramy and Morgano). 2004;92:434-40 
Fixed partial denture; see Denture, partial, fixed 
Flexural properties 
Thermo-hydrolytic stability of core foundation and _ restorative 
composites (Arksornnukit and Takahashi). 2004;92:348-53 
Fluoridation 
Effect of different peroxide bleaching regimens and subsequent 
fluoridation on the hardness of human enamel and dentin 
(Lewinstein et al). 2004:92:337-42 
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Fluorides 
Effect of different peroxide bleaching regimens and subsequent 


fluoridation on the hardness of human enamel and dentin 
(Lewinstein et al). 2004;92:337-42 
Effect of fluoride and 10% carbamide peroxide on the surface 
roughness of low-fusing and ultra low—fusing porcelain (Butler 
et al). 2004;92:179-83 
Influence of acidulated phosphate fluoride solution on the color 
stability of indirect composites (Tanoue et al). 2004;92:343-7 
4-META resin 
Amalgam repair with a 4-META resin (Chang). 2004;92:506-7 
Fracture resistance 
Fracture resistance of metal-free composite crowns—eftects of fiber 
reinforcement, thermal cycling, and cementation technique 
(Lehmann et al). 2004;92:258-64 
In vitro fracture resistance of posterior metal-ceramic and all 
ceramic inlay-retained resin-bonded fixed partial dentures 
(Kiligarslan et al). 2004;92:365-70 
An in vitro study evaluating the effect of ferrule length on fracture 
resistance of endodontically treated teeth restored with fiber- 
reinforced and zirconia dowel systems (Akkayan). 2004;92: 
155-62 
Fracture strength 
In vitro fracture strength of teeth restored with different all 
ceramic crown systems (Potiket et al). 2004;92:491-5 
Influence of cyclic loading and luting agents on the fracture load of 
two all-ceramic crown systems (Attia and Kern). 2004;92:551-6 
Influence of different adhesive resin cements on the fracture 
strength of aluminum oxide ceramic posterior crowns ( Komine 
ct al). 2004;92:359-64 
Fractures 
Restoration of anterior teeth with indirect composite partial 
coverage crowns: a clinical report (Rappelli et al). 2004;92: 
519-22 
Fulcrum 
The lingual arm cantilever (Kupeyan and Clayton). 2004;92:90-2 


G 


Gallium 
Effect of different high-palladium metal-ceramic alloys on the color 
of opaque and dentin porcelain (Stavridakis et al). 2004;92: 
170-8 
Gamma camera imaging; see Radionuclide imaging 
Gender; see Sex 
Glass 
Contemporary materials and technologies for all-ceramic fixed 
partial dentures: a review of the literature (Raigrodski). 
2004:92:557-62 
In vitro fracture resistance of posterior metal-ceramic and all- 
ceramic inlay-retained resin-bonded fixed partial dentures 
(Kiligarslan et al). 2004;92:365-70 
Glass fibers 
An in vitro study evaluating the effect of ferrule length on fracture 
resistance of endodontically treated teeth restored with fiber- 
reinforced and zirconia dowel systems (Akkayan). 2004;92: 
155-62 
Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004;92:163-9 
A technique for restoring an overflared root canal in an anterior 
tooth (Erkut et al). 2004;92:581-3 
Glass ionomer cements 
Fabrication of a cement- and screw-retained implant prosthesis 
(Rajan and Gunaseelan ). 2004;92:578-80 
Fracture resistance of metal-free composite crowns—effects of fiber 
reinforcement, thermal cycling, and cementation technique 
(Lehmann et al). 2004;92:258-64 
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In vitro shear bond strength of cementing agents to fixed 
prosthodontic restorative materials (Piwowarezyk et al). 2004; 
92:265-73 

Glutaral 

Effect of chemical disinfectants on the transverse strength of heat- 
polymerized acrylic resins submitted to mechanical and 
chemical polishing (Orsi and Andrade ). 2004;92:382-8 

Glycosaminoglycans 

Investigation into the nature of dentin resin tags: a scanning 
electron microscopic morphological analysis of demineralized 
bonded dentin (Giachetti et al). 2004;92:233-8 

Gold alloys 

In vitro comparative analysis of the fit of gold alloy or commercially 
pure titanium implant-supported prostheses before and after 
electroerosion (Sartori et al). 2004;92:132-8 

Spectrophotometric evaluation of the optical influence of different 
metal alloys and porcelains in the metal-ceramic complex 
(Kourtis et al). 2004;92:477-85 

Grid strengthener 

A simple method to obtain uniform thickness of acrylic resin 
around a grid strengthener embedded in a denture base (Neri 
and Patil). 2004;92:95-6 

Growth and development 

The effect of adult growth on an anterior maxillary single-tooth 
implant: a clinical report (Tarlow). 2004;92:213-5 

Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004;92:428-33 

Guide Right technique 

Surgical templates for prosthetically-guided implant placement 

(Meitner and Tallents). 2004;92:569-74 
Guided bone regeneration 

Management of peri-implant bone loss using guided bone 

regeneration: a clinical report (Tomson et al). 2004;92:12-6 
Guides 

Designing visually optimal shade guides (Analoui et al). 2004; 
92:371-6 

Effects of varied dimensions of surgical guides on implant 
angulations (Choi et al). 2004;92:463-9 

Fabrication and use of a simple implant placement guide 
(Windhorn ). 2004;92:196-9 

Technique for preparation of parallel guiding planes for removable 
partial dentures (Waghorn and Kuzmanovic ). 2004;92:200-1 
Gum arabic 
Evaluation of disinfected casts poured in gypsum with gum arabic 
and calcium hydroxide additives (Abdelaziz et al). 2004;92: 
27-34 
Gypsum; see Calcium sulfate 


H 
Hardness 
Effect of different peroxide bleaching regimens and subsequent 
fluoridation on the hardness of human enamel and dentin 
(Lewinstein et al). 2004;92:337-42 


Tensile properties and hardness of cast Fe-Pt magnetic alloys 
(Watanabe et al). 2004;92:278-82 
Heating 
Thermo-hydrolytic stability of core foundation and restorative 
composites (Arksornnukit and Takahashi). 2004;92:348-53 
Heat—polymerized resins 


Effect of chemical disinfectants on the transverse strength of heat- 
polymerized acrylic resins submitted to mechanical and 
chemical polishing (Orsi and Andrade ). 2004;92:382-8 

Repair strength of autopolymerizing, microwave, and conventional 
heat-polymerized acrylic resins (Rached et al). 2004;92:79-82 
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Hierarchial clustering technique 
Designing visually optimal shade guides (Analoui et al). 2004;92: 
371-6 
Hydrocolloids 
Use of a reline jig to fabricate a complete denture implant surgical 
guide from an existing complete denture (Plummer and 
Nahon). 2004:92:598-9 
Hydrogen peroxide 
Effect of different peroxide bleaching regimens and subsequent 
fluoridation on the hardness of human enamel and dentin 
(Lewinstein et al). 2004;92:337-42 
Lactic acid root canal irrigation for dowel and core treatment: 
a pilot study (Ayad ). 2004;92:540-5 
Hydrophilic elastomeric impression materials 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 2004;92: 
151-4 
Hydroxyapatites 
Histologic evaluation of a 12-year-old threaded hydroxyapatite- 
coated implant placed in conjunction with subantral augmen- 
tation procedure: a clinical report (Proussaefs et al). 2004;92: 
17-22 
The use of short, wide implants in posterior areas with reduced 
bone height: a retrospective investigation (Griffin and Cheung). 
2004;92:139-44 
Hyoid bone 
Computerized tomographic evaluation of effects of mandibular 
anterior repositioning on the upper airway: a pilot study 
(Ogutcen-Toller et al). 2004;92:184-9 
Hypersensitivity 
Residual methyl methacrylate monomer, water sorption, and water 
solubility of hypoallergenic denture base materials ( Pfeiffer and 
Rosenbauer). 2004;92:72-8 
Hypoallergenic materials 
Residual methyl methacrylate monomer, water sorption, and water 
solubility of hypoallergenic denture base materials ( Pfeiffer and 
Rosenbauer). 2004:92:72-8 
Hypohidrosis 
Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004;92:428-33 


Immediate complete denture; see Denture, complete, immediate 
Implantation, endosseous 
Analysis of strain around endosseous dental implants oppos- 
ing natural teeth or implants (Hekimoglu et al). 2004;92: 
441-6 
The effect of adult growth on an anterior maxillary single-tooth 
implant: a clinical report (Tarlow). 2004;92:213-5 
Histologic evaluation of a 12-year-old threaded hydroxyapatite- 
coated implant placed in conjunction with subantral augmen- 
tation procedure: a clinical report (Proussaefs et al). 2004;92: 
17-22 
Management of peri-implant bone loss using guided bone 
regeneration: a clinical report (Tomson et al). 2004;92: 
12-6 
A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Wood and Vermilyea). 2004;92:447-62 
Implantation, subperiosteal 
A descriptive 18-year retrospective review of subperiosteal implants 
for patients with severely atrophied edentulous mandibles 
(Moore and Hansen). 2004;92:145-50 
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Implants 

Alternative technique for investing abutments for screw-retained 
implant-supported restorations (Ganddini and Tallents). 

2004;92:504-5 

Annual review of selected dental literature: Report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92:39-71 

Clinical application of surgical fixation screws in implant prostho- 
dontics—part I: positioning of radiographic and surgical 
templates (Holst et al). 2004;92:395-8 

Clinical application of surgical fixation screws in implant prostho- 
dontics—part II: indexing implant position (Holst et al). 
2004;92:496-9 

Correcting a nonparallel implant abutment for a mandibular 
overdenture retained by two implants: a clinical report 
(Khadivi). 2004;92:216-4 

A descriptive 18-year retrospective review of subperiosteal implants 
for patients with severely atrophied edentulous mandibles 
(Moore and Hansen). 2004;92:145-50 

Direct procedure for connecting a mandibular implant-retained 
overdenture with ball attachments (Taddei et al). 2004; 
92:403-4 

Distal implants to modify the Kennedy classification of a removable 
partial denture: a clinical report (Kuzmanovic et al). 2004;92: 
8-1] 

The effect of adult growth on an anterior maxillary single-tooth 
implant: a clinical report (Tarlow). 2004;92:213-5 

Effects of varied dimensions of surgical guides on implant 
angulations (Choi et al). 2004;92:463-9 

An evaluation of impression techniques for multiple internal 
connection implant prostheses (Vigolo et al). 2004;92:470-6 

Evaluation of load transfer characteristics of five different implants 
in compact bone at different load levels by finite elements 
analysis (Bozkaya et al). 2004;92:523-30 

Fabrication and use of a simple implant placement guide 
(Windhorn ). 2004;92:196-9 

Fabrication of a cement- and screw-retained implant prosthesis 
(Rajan and Gunaseelan ). 2004;92:578-80 

Finite element analysis of three designs of an implant-supported 
molar crown (Geramy and Morgano). 2004;92:434-40 

In vitro comparative analysis of the fit of gold alloy or commercially 
pure titanium implant-supported prostheses before and after 
electroerosion (Sartori et al). 2004;92:132-8 

Interocclusal record for fixed implant-supported prosthesis (Savabi 
and Nejatidanesh). 2004;92:602-3 

Intrusion and reversal of a free-standing natural tooth bounded by 
two implant-supported prostheses: a clinical report (Wang 
et al). 2004:92:418-22 

The lingual arm cantilever (Kupeyan and Clayton). 2004;92: 
90-2 

Management of peri-implant bone loss using guided bone 
regeneration: a clinical report (Tomson et al). 2004;92:12-6 

A multidisciplinary approach to restoring an acquired palatal defect 
using distraction osteogenesis: a clinical report (Armbruster 
et al). 2004;92:316-21 

Prosthodontic application for implant carriers (Ganddini et al). 
2004;92:399-402 

A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Wood and Vermilyea). 2004;92:447-62 

Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004:92:428-33 

Stable interocclusal records for implant patients with posterior 
edentulism (Petridis). 2004;92:503 
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Stress transfer of four mandibular implant overdenture cantilever 
designs (Sadowsky and Caputo). 2004;92:328-36 
Surgical templates for prosthetically-guided implant placement 
(Meitner and Tallents). 2004:92:569-74 
Use of a reline jig to fabricate a complete denture implant surgical 
guide from an existing complete denture (Plummer and 
Nahon). 2004:92:598-9 
The use of short, wide implants in posterior areas with reduced 
bone height: a retrospective investigation (Griffin and Cheung). 
2004;92:139-44 
Use of vinyl polysiloxane for the fabrication of implant surgical 
guide (Sukotjo and Radics). 2004;92:596-7 
Impression materials 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
Distortion of disposable plastic stock trays when used with putty 
vinyl polysiloxane impression materials (Cho and Chee). 
2004;92:354-8 
Evaluation of disinfected casts poured in gypsum with gum arabic 
and calcium hydroxide additives (Abdelaziz et al). 2004;92: 
27-34 
An evaluation of impression techniques for multiple internal 
connection implant prostheses (Vigolo et al). 2004;92: 
470-6 
An implant impression technique using a plaster splinting index 
combined with a silicone impression (Eid). 2004;92:575-7 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 2004; 
92:151-4 
Use of a reline jig to fabricate a complete denture implant surgical 
guide from an existing complete denture (Plummer and 
Nahon). 2004;92:598-9 
Impression technique 
CAD-CAM generated ear cast by means of a laser scanner and rapid 
prototyping machine (Ciocca and Scotti). 2004;92:591-5 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
An implant impression technique using a plaster splinting index 
combined with a silicone impression (Eid). 2004;92:575-7 
Morphologic comparison of two neutral zone impression techni- 
ques: a pilot study (Makzoume). 2004;92:563-8 
Prosthetic rehabilitation for a patient with microstomia: a clinical 
report (Benetti et al). 2004;92:322-7 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
Stable interocclusal records for implant patients with posterior 
edentulism (Petridis). 2004;92:503 
Impression techniques 
An evaluation of impression techniques for multiple internal 
connection implant prostheses (Vigolo et al). 2004;92:470-6 
Indirect composite resins 
Restoration of anterior teeth with indirect composite partial 
coverage crowns: a clinical report (Rappelli et al). 2004;92: 
519-22 
Ingestion, accidental 
A method for preventing aspiration or ingestion of fixed 
restorations (Nakajima and Sato). 2004;92:303 
Inlays 
In vitro fracture resistance of posterior metal-ceramic and all- 
ceramic inlay-retained resin-bonded fixed partial dentures 
(Kilicarslan et al). 2004;92:365-70 
Instruments 
An in vitro evaluation of the reliability and validity of an electronic 


pantograph by testing with five different articulators (Chang 
et al). 2004;92:83-9 

Simple instrument for auscultation of temporomandibular joint 
sounds (Leknius and Kenyon). 2004;92:604 
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Interdisciplinary approach 
An interdisciplinary approach for restoring function and esthetics 
in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 
Interocclusal record; see Jaw relation record 
Intraoral fixed points of reference 
Clinical application of surgical fixation screws in implant prostho- 
dontics—part II: indexing implant position (Holst et al). 
2004:92:496-9 
Intraoral prosthesis 
Lip plumper prosthesis for a patient with a marginal mandibulec 
f tomy: a clinical report (Mukohyama et al). 2004;92:23-6 
Intrusion 
Intrusion and reversal of a free-standing natural tooth bounded by 
two implant-supported prostheses: a clinical report (Wang 
et al). 2004;92:418-22 
Iron 
lensile properties and hardness of cast Fe-Pt magnetic alloys 
(Watanabe et al). 2004;92:278-82 


Japanese 


An evaluation of the curve of Spee in the maxilla and mandible of 


human permanent healthy dentitions ( Xu et al). 2004;92:536-9 
Jaw, edentulous 
An implant impression technique using a plaster splinting index 
combined with a silicone impression ( Eid). 2004;92:575-7 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
Surgical templates for prosthetically-guided implant placement 
Meitner and Tallents). 2004;92:569-74 
rhe use of short, wide implants in posterior areas with reduced 
bone height: a retrospective investigation (Griffin and 
Cheung). 2004;92:139-44 
Jaw relation record 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
Interocclusal record for fixed implant-supported prosthesis (Savabi 
and Nejatidanesh ). 2004;92:602-3 
Stable interocclusal records for implant patients with posterior 
edentulism ( Petridis). 2004;92:503 
Using silicone occlusal registration material as a guide for tooth 
preparation (Hsu). 2004;92:302 
Jelenko and Brasseler polishing kits 
Comparison of three systems for the polishing of an ultra-low 
fusing dental porcelain (Wright et al). 2004;92:486-90 
The Journal of Prosthetic Dentistry 
Dr Carl O. Boucher Centenary, October 14, 1904—March 11, 
1975 (Stevenson). 2004;92:307-8 


K 
Keloid 
A U-loop pressure clip for earlobe keloid (Vachiramon and 
Bamber). 2004;92:389-9] 


Lactic acid 
Lactic acid root canal irrigation for dowel and core treatment: 
a pilot study (Ayad ). 2004;92:540-5 
Laser scanner 
CAD-CAM generated ear cast by means of a laser scanner and rapid 
prototyping machine (Ciocca and Scotti). 2004;92:591-5 
Lateral throat form 
Evaluation of the factors necessary to develop stability in 
mandibular dentures (Wright). 2004;92:509-18 
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Leakage 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sarag et al). 2004;92:283-7 


Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004;92:163-9 
Light-polymerized resins 
Repair of bis-acryl provisional restorations using flowable com- 


posite resin (Bohnenkamp and Garcia). 2004;92:500-2 
Repair strength of autopolymerizing, microwave, and conventional 
heat-polymerized acrylic resins (Rached et al). 2004;92:79-82 
Lingual arm cantilever 
The lingual arm cantilever (Kupeyan and Clayton). 2004;92:90-2 
Lingual border seal 
Evaluation of the factors necessary to develop stability in 
mandibular dentures (Wright). 2004;92:509-18 
Lingual dental surface 
Improving access to the lingual dental surface of a mandibular cast 
(Lynch and McConnell). 2004;92:204 
Lip plumper prosthesis 
Lip plumper prosthesis for a patient with a marginal mandibulec 
tomy: a clinical report (Mukohyama ct al). 2004;92:23-6 
Literature review 
Annual review of selected dental literature: Report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92:39-71 
Contemporary materials and technologies for all-ceramic fixed 
partial dentures: a review of the literature ( Raigrodski). 2004; 
92:557-62 
A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of 
Fixed Prosthodontics (Wood and Vermilyea). 2004;92: 
447-62 
The shortened dental arch: a review of the literature (Armellini and 
von Fraunhofer). 2004;92:531-5 
Lithium disilicate 
Contemporary materials and technologies for all-ceramic fixed 
partial dentures: a review of the literature (Raigrodski). 
2004;92:557-62 
In vitro fracture resistance of posterior metal-ceramic and all- 
ceramic inlay-retained resin-bonded fixed partial dentures 
(Kiligarslan et al). 2004;92:365-70 
Luting agents 
Effect of margin location on crown preparation resistance form 
(Bowley et al). 2004;92:546-50 
Influence of cyclic loading and luting agents on the fracture load 
of two all-ceramic crown systems (Attia and Kern). 2004;92: 
551-6 
Vertical marginal discrepancy of ceramic copings with different 
ceramic materials, finish lines, and luting agents: an in vitro 
evaluation (Quintas et al). 2004;92:250-7 


M 
Magnetics 
Tensile properties and hardness of cast Fe-Pt magnetic alloys 
(Watanabe et al). 2004;92:278-82 
Malocclusion 
Esthetic enhancement of ceramic crowns with zirconia dowels and 
cores: a clinical report (Toksavul et al). 2004;92:116-9 
An interdisciplinary approach for restoring function and esthetics 
in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 
Malocclusion, Angle Class III 
Combined prosthodontic and orthodontic treatment of a patient 
with a Class II skeletal malocclusion: a clinical report (Sakar 
et al). 2004;92:224-8 
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Mandible 
Combined prosthodontic and orthodontic treatment of a patient 
with a Class III skeletal malocclusion: a clinical report (Sakar 
et al). 2004;92:224-8 


An evaluation of the curve of Spee in the maxilla and mandible of 


human permanent healthy dentitions (Xu et al). 2004;92: 
536-9 
Improving access to the lingual dental surface of a mandibular cast 
(Lynch and McConnell). 2004;92:204 
The use of short, wide implants in posterior areas with reduced 
bone height: a retrospective investigation (Griffin and 
Cheung). 2004;92:139-44 
Mandibular advancement 
Computerized tomographic evaluation of effects of mandibular 
anterior repositioning on the upper airway: a pilot study 
(Ogutcen-Toller et al). 2004;92:184-9 
Mandibular atrophy 
A descriptive 18-year retrospective review of subperiosteal implants 
for patients with severely atrophied edentulous mandibles 
(Moore and Hansen). 2004;92:145-50 
Mandibular complete denture; see Denture, complete, mandibular 
Mandibulectomy 
Lip plumper prosthesis for a patient with a marginal mandibulec 
tomy: a clinical report (Mukohyama et al). 2004;92:23-6 
Marginal adaptation 
In vitro comparative analysis of the fit of gold alloy or commercially 
pure titanium implant-supported prostheses before and after 
electroerosion (Sartori et al). 2004;92:132-8 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
Vertical marginal discrepancy of ceramic copings with different 
ceramic materials, finish lines, and luting agents: an in vitro 
evaluation (Quintas et al). 2004;92:250-7 
Mastication 
Altered prosthodontic treatment approach for bilateral com- 
plete maxillectomy: a clinical report (Cheng et al). 2004;92: 
120-4 
Evaluation of the factors necessary to develop stability in 
mandibular dentures (Wright). 2004;92:509-18 
Masticatory performance and efficiency in denture wearers (Kapur 
and Soman). 2004;92:107-11 
The shortened dental arch: a review of the literature (Armellini and 
von Fraunhofer). 2004;92:531-5 
Maxilla 
Combined prosthodontic and orthodontic treatment of a patient 
with a Class III skeletal malocclusion: a clinical report (Sakar 
et al). 2004-;92:224-8 
Esthetic enhancement of ceramic crowns with zirconia dowels and 
cores: a clinical report (Toksavul et al). 2004;92:116-9 


An evaluation of the curve of Spee in the maxilla and mandible of 


human permanent healthy dentitions (Xu et al). 2004;92: 
536-9 

Histologic evaluation of a 12-year-old threaded hydroxyapatite- 
coated implant placed in conjunction with subantral augmen- 
tation procedure: a clinical report (Proussaefs et al). 
2004;92:17-22 

Management of peri-implant bone loss using guided bone 
regeneration: a clinical report (Tomson et al). 2004;92:12-6 

A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 


The use of short, wide implants in posterior areas with reduced 
bone height: a retrospective investigation (Griffin and 
Cheung). 2004;92:139-44 

Maxillary fractures 

Restoration of anterior teeth with indirect composite partial 
coverage crowns: a clinical report (Rappelli et al). 2004;92: 
519-22 
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Maxillectomy 
Altered prosthodontic treatment approach for bilateral com 
plete maxillectomy: a clinical report (Cheng et al). 2004;92: 
120-4 
Resin-bonded attachments for maxillary obturator retention: 
a clinical report (Grossmann and Madjar). 2004;92:229-32 
Maxillofacial prosthesis 
Effect of multi-adhesive layering on retention of extraoral 
maxillofacial silicone prostheses in vivo (Kiat-amnuay et al). 
2004;92:294-8 
Mesiodistal displacement 
Finite element analysis of three designs of an implant-supported 
molar crown (Geramy and Morgano). 2004;92:434-40 
Metal ceramic alloys 
Distal implants to modify the Kennedy classification of a removable 
partial denture: a clinical report (Kuzmanovic et al). 2004;92: 
8-11 
The effect of adult growth on an anterior maxillary single-tooth 
implant: a clinical report (Tarlow). 2004;92:213-5 
Effect of different high-palladium metal-ceramic alloys on the color 
of opaque dentin (Stavridakis ct al). 
2004;92:170-8 
vitro fracture resistance of posterior metal-ceramic and all 


porcelain 


ceramic inlay-retained resin-bonded fixed partial dentures 
(Kiligarslan et al). 2004;92:365-70 
vitro fracture strength of teeth restored with different all 
ceramic crown systems (Potiket et al). 2004;92:491-5 
interdisciplinary approach for restoring function and esthetics 
in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 
Spectrophotometric evaluation of the optical influence of different 
metal alloys and porcelains in the metal-ceramic complex 
(Kourtis et al). 2004;92:477-85 
Metals 
Effect of casting technique on surface roughness and consequent 
mass loss after polishing of NiCr and CoCr base metal alloys: 
a comparative study with titanium (Bezzon et al). 2004; 
92:274-7 
Spectrophotometric evaluation of the optical influence of different 
metal alloys and porcelains in the metal-ceramic complex 
(Kourtis et al). 2004;92:477-85 
Methylmethacrylates 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sarag¢ et al). 2004;92:283-7 
Repair of bis-acryl provisional restorations using flowable com 
posite resin (Bohnenkamp and Garcia). 2004;92:500-2 
Residual methyl methacrylate monomer, water sorption, and water 
solubility of hypoallergenic denture base materials (Pfeiffer and 
Rosenbauer). 2004;92:72-8 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
Microchips 
Incorporation of microchips to facilitate denture identification 
by radio frequency tagging (Millet and Jeannin). 2004;92: 
588-90 
Microleakage 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sarag et al). 2004;92:283-7 
Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004;92:163-9 
Microscopy, electron, scanning 
Investigation into the nature of dentin resin tags: a scanning 
electron microscopic morphological analysis of demineralized 
bonded dentin (Giachetti et al). 2004;92:233-8 
Microstomia 
Prosthetic rehabilitation for a patient with microstomia: a clinical 
report (Benetti et al). 2004;92:322-7 
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Microwaves 
Repair strength of autopolymerizing, microwave, and conventional 


heat-polymerized acrylic resins (Rached et al). 2004;92: 
79-82 
Moist heat stress 
Thermo-hydrolytic stability of core foundation and restorative 
composites (Arksornnukit and Takahashi). 2004;92:348-53 
Molar 
Finite element analysis of three designs of an implant-supported 
molar crown (Geramy and Morgano). 2004;92:434-40 
Morphologic comparison of two neutral zone impression techni- 
ques: a pilot study (Makzoume ). 2004;92:563-8 
The use of short, wide implants in posterior areas with reduced 
bone height: a retrospective investigation (Griffin and 
Cheung). 2004;92:139-44 
Mouth, edentulous 
Clinical application of surgical fixation screws in implant prostho 
dontics—part II: indexing implant position (Holst et al). 
2004;92:496-9 
An implant impression technique using a plaster splinting index 
combined with a silicone impression ( Eid). 2004;92:575-7 
Mouth floor 
Evaluation of the factors necessary to develop stability in 
mandibular dentures (Wright). 2004;92:509-18 
Mouth protectors 
Fabrication of a custom diving mouthpiece using a thermoforming, 
material ( Matsui et al). 2004;92:392-4 
Mouthwashes 
Effect of different peroxide bleaching regimens and subsequent 
fluoridation on the hardness of human enamel and dentin 
(Lewinstein et al). 2004;92:337-42 
Multidisciplinary approach 
A multidisciplinary approach to restoring an acquired palatal defect 
using distraction osteogenesis: a clinical report (Armbruster 
et al). 2004;92:316-21 
Multiple internal connection implants 
An evaluation of impression techniques for multiple internal 
connection implant prostheses (Vigolo et al). 2004;92:470-6 
Multivariate analysis 
Quantification of the relative risk of multiple occlusal variables for 
muscle disorders of the stomatognathic system (Landi et al). 
2004;92:190-5 
Muscle disorders 
Quantification of the relative risk of multiple occlusal variables for 
muscle disorders of the stomatognathic system (Landi et al). 
2004;92:190-5 
Myofascial pain syndromes 
Quantification of the relative risk of multiple occlusal variables for 
muscle disorders of the stomatognathic system (Landi et al). 
2004;92:190-5 


N 
Neutral zone 
Morphologic comparison of two neutral zone impression techni- 
ques: a pilot study (Makzoume). 2004;92:563-8 
Nickel 
Effect of casting technique on surface roughness and consequent 
mass loss after polishing of NiCr and CoCr base metal alloys: 
a comparative study with titanium (Bezzon et al). 2004;92: 
274-7 
vitro fracture resistance of posterior metal-ceramic and all- 
ceramic inlay-retained resin-bonded fixed partial dentures 
(Kilicarslan et al). 2004:92:365-70 
Spectrophotometric evaluation of the optical influence of different 
metal alloys and porcelains in the metal-ceramic complex 
(Kourtis et al). 2004;92:477-85 
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Oo 
Obstructive sleep apnea; see Sleep apnea syndromes 
Occlusal force 
Analysis of strain around endosseous dental implants opposing 
natural teeth or implants (Hekimoglu et al). 2004;92:441-6 
Evaluation of load transfer characteristics of five different implants 
in compact bone at different load levels by finite elements 
analysis (Bozkaya et al). 2004;92:523-30 
Fracture resistance of metal-free composite crowns—eftects of fiber 
reinforcement, thermal cycling, and cementation technique 
(Lehmann et al). 2004;92:258-64 
Occlusal registration; see Jaw relation record 
Occlusion 
Annual review of selected dental literature: Report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92:39-71 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
An evaluation of the curve of Spee in the maxilla and mandible of 
human permanent healthy dentitions (Xu et al). 2004;92: 
536-9 
Quantification of the relative risk of multiple occlusal variables for 
muscle disorders of the stomatognathic system (Landi et al). 
2004;92:190-5 
Oral functionality 
The shortened dental arch: a review of the literature (Armellini and 
von Fraunhofer). 2004;92:531-5 
Oropharyngeal airway 
Computerized tomographic evaluation of effects of mandibular 
anterior repositioning on the upper airway: a pilot study 
(Ogutcen-Toller et al). 2004;92:184-9 
Orthodontics 
An interdisciplinary approach for restoring function and esthetics 
in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 
A multidisciplinary approach to restoring an acquired palatal defect 
using distraction osteogenesis: a clinical report (Armbruster 
et al). 2004;92:316-21 
Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004;92:428-33 
Osseointegration 
Analysis of strain around endosseous dental implants oppos- 
ing natural teeth or implants (Hekimoglu et al). 2004;92: 
441-6 
The effect of adult growth on an anterior maxillary single-tooth 
implant: a clinical report (Tarlow). 2004;92:213-5 
Histologic evaluation of a 12-year-old threaded hydroxyapatite- 
coated implant placed in conjunction with subantral augmen- 
tation procedure: a clinical report (Proussaefs et al). 
2004;92:17-22 
A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Wood and Vermilyea). 2004;92:447-62 
Osteogenesis 
A multidisciplinary approach to restoring an acquired palatal defect 
using distraction osteogenesis: a clinical report (Armbruster 
et al). 2004;92:316-21 
Outcome assessment 
A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Wood and Vermilyea). 2004;92:447-62 
Overdenture; see Denture, overlay 
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P 
Palatal obturators 
Altered prosthodontic treatment approach for bilateral complete 
maxillectomy: a clinical report (Cheng et al). 2004;92: 
120-4 
Resin-bonded attachments for maxillary obturator retention: 
a clinical report (Grossmann and Madjar). 2004;92:229-32 
Palate 
A multidisciplinary approach to restoring an acquired palatal defect 
using distraction osteogenesis: a clinical report (Armbruster 
et al). 2004;92:316-21 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
Palladium 
Effect of different high-palladium metal-ceramic alloys on the color 
of opaque and dentin porcelain (Stavridakis et al). 2004; 
92:170-8 
Spectrophotometric evaluation of the optical influence of different 
metal alloys and porcelains in the metal-ceramic complex 
(Kourtis et al). 2004;92:477-85 
Pantograph, electronic 
An in vitro evaluation of the reliability and validity of an electronic 
pantograph by testing with five different articulators (Chang 
et al). 2004;92:83-9 
Parallel guiding planes 
Technique for preparation of parallel guiding planes for remov- 
able partial dentures (Waghorn and Kuzmanovic). 2004;92: 
200-1 
Paralysis 
Lip plumper prosthesis for a patient with a marginal mandibulec- 
tomy: a clinical report (Mukohyama et al). 2004;92:23-6 
Patient education 
Evaluation of the factors necessary to develop. stability in 
mandibular dentures (Wright). 2004;92:509-18 
Periodontics 
Annual review of selected dental literature: Report of the Com- 


mittee on Scientific Investigation of the American Academy of 


Restorative Dentistry (Allen et al). 2004;92:39-71 
Phobia, dental; see Dental anxiety 
Phonetics 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
Morphologic comparison of two neutral zone impression techni- 
ques: a pilot study (Makzoume). 2004;92:563-8 
Photography 
Simplifying the correction of the digital image in shade commu- 
nication (Stumpel). 2004;92:202-3 
Pit and fissure sealants 
The effect of various finish line preparations on the marginal seal 
and occlusal seat of full crown preparations (Gavelis et al). 
2004;92:1-7 
Lactic acid root canal irrigation for dowel and core treatment: 
a pilot study (Ayad). 2004;92:540-5 
Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004;92:163-9 
Placement guide 
Fabrication and use of a simple implant placement guide 
(Windhorn ). 2004;92:196-9 
Plaster splinting index 
An implant impression technique using a plaster splinting index 
combined with a silicone impression (Eid). 2004;92:575-7 
Platinum 
Spectrophotometric evaluation of the optical influence of different 
metal alloys and porcelains in the metal-ceramic complex 
(Kourtis et al). 2004;92:477-85 


Tensile properties and hardness of cast Fe-Pt magnetic alloys 
(Watanabe et al). 2004;92:278-82 
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Polishing 
Comparison of three systems for the polishing of an ultra-low 
fusing dental porcelain (Wright et al). 2004;92:486-90 
Effect of casting technique on surface roughness and consequent 
mass loss after polishing of NiCr and CoCr base metal alloys: 
a comparative study with titanium (Bezzon et al). 2004;92: 
274-7 
Effect of chemical disinfectants on the transverse strength of heat 
polymerized acrylic resins submitted to mechanical and 
chemical polishing (Orsi and Andrade ). 2004;92:382-8 
Polyether impression materials 
An evaluation of impression techniques for multiple internal 
connection implant prostheses (Vigolo et al). 2004;92:470-6 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 
2004;92:151-4 
Polyethylenes 
Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004;92:163-9 
Polymerization 
An evaluation of impression techniques for multiple internal 
connection implant prostheses (Vigolo et al). 2004;92:470-6 
Influence of polymerization mode of dual-polymerized resin direct 
core foundation systems on bond strengths to bovine dentin 
(Oooka et al). 2004:92:239-44 
Repair strength of autopolymerizing, microwave, and conventional 
heat-polymerized acrylic resins (Rached et al). 2004;92:79-82 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
Polymethylmethacrylates; see Methylmethacrylates 
Polysiloxanes 
Distortion of disposable plastic stock trays when used with putty 
vinyl polysiloxane impression materials (Cho and Chee ). 2004; 
92:354-8 
An implant impression technique using a plaster splinting 
index combined with a silicone impression (Eid). 2004;92: 
575-7 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 2004; 
92:151-4 
Use of vinyl polysiloxane for the fabrication of implant surgical 
guide (Sukotjo and Radics). 2004;92:596-7 
Porcelain 
Comparison of three systems for the polishing of an ultra-low 
fusing dental porcelain (Wright et al). 2004;92:486-90 
Effect of different high-palladium metal-ceramic alloys on the color 
of opaque and dentin porcelain (Stavridakis et al). 2004; 
92:170-8 
Effect of fluoride and 10% carbamide peroxide on the surface 
roughness of low-fusing and ultra low—fusing porcelain (Butler 
et al). 2004;92:179-83 
An interdisciplinary approach for restoring function and esthetics 
in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 
Spectrophotometric evaluation of the optical influence of different 
metal alloys and porcelains in the metal-ceramic complex 
(Kourtis et al). 2004;92:477-85 
Porosity 
Porosity of cpTi casting with four different casting machines 
(Eliopoulos et al). 2004;92:377-81 
Post and core technique 
Esthetic enhancement of ceramic crowns with zirconia dowels and 
cores: a clinical report (Toksavul et al). 2004;92:116-9 
An in vitro study evaluating the effect of ferrule length on fracture 
resistance of endodontically treated teeth restored with fiber- 
reinforced and zirconia dowel systems (Akkayan). 2004;92: 
155-62 
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Influence of polymerization mode of dual-polymerized resin direct 
core foundation systems on bond strengths to bovine dentin 
(Oooka et al). 2004;92:239-44 

Lactic acid root canal irrigation for dowel and core treatment: 
a pilot study (Ayad). 2004;92:540-5 

A technique for restoring an overflared root canal in an anterior 
tooth (Erkut et al). 2004;92:581-3 

Povidone iodine 

Evaluation of disinfected casts poured in gypsum with gum arabic 
and calcium hydroxide additives (Abdelaziz et al). 2004;92: 
27-34 

Premolar 

Morphologic comparison of two neutral zone impression techni- 

ques: a pilot study (Makzoume). 2004;92:563-8 
Pressure therapy 

A U-loop pressure clip for earlobe keloid (Vachiramon and 

Bamber). 2004;92:389-91 


Prosthesis fitting 
In vitro comparative analysis of the fit of gold alloy or commercially 


pure titanium implant-supported prostheses before and after 
celectroerosion (Sartori et al). 2004;92:132-8 
Prosthesis retention 
Effect of multi-adhesive layering on retention of extraoral 
maxillofacial silicone prostheses in vivo (Kiat-amnuay et al). 
2004;92:294-8 
Stress transfer of four mandibular implant overdenture cantilever 
designs (Sadowsky and Caputo). 2004;92:328-36 
Prosthodontics 
Altered prosthodontic treatment approach for bilateral complete 
maxillectomy: a clinical report (Cheng et al). 2004;92:120-4 
Annual review of selected dental literature: Report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92:39-71 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
In vitro shear bond strength of cementing agents to fixed 
prosthodontic restorative materials (Piwowarczyk et al). 
2004;92:265-73 
Prosthodontic application for implant carriers (Ganddini et al). 
2004;92:399-402 
Prototyping 
CAD-CAM generated ear cast by means of a laser scanner and rapid 
prototyping machine (Ciocca and Scotti). 2004;92:591-5 


Q 
Quartz 
An in vitro study evaluating the effect of ferrule length on fracture 
resistance of endodontically treated teeth restored with fiber- 
reinforced and zirconia dowel systems (Akkayan). 2004;92: 
155-62 


R 
Radiofrequency identification 
Incorporation of microchips to facilitate denture identification by 
radio frequency tagging (Millet and Jeannin). 2004;92:588-90 
Radiographic template 
Clinical application of surgical fixation screws in implant prostho- 
dontics—part I: positioning of radiographic and surgical 
templates ( Holst et al). 2004;92:395-8 
Clinical application of surgical fixation screws in implant prostho- 
dontics—part II: indexing implant position (Holst et al). 
2004;92:496-9 
Radiography 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
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Radionuclide imaging 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sara¢ et al). 2004;92:283-7 
Rapid prototyping machine 
CAD-CAM generated ear cast by means of a laser scanner and rapid 
prototyping machine (Ciocca and Scotti). 2004;92:591-5 
Reconstruction 
A multidisciplinary approach to restoring an acquired palatal defect 
using distraction osteogenesis: a clinical report (Armbruster 
et al). 2004;92:316-21 
Reference points 
Clinical application of surgical fixation screws in implant prostho- 
dontics—part II: indexing implant position (Holst et al). 
2004;92:496-9 
evaluation of the curve of Spee in the maxilla and mandible of 
human permanent healthy dentitions (Xu et al). 2004;92: 
536-9 
Regeneration 
Management of peri-implant bone loss using guided bone 
regeneration: a clinical report (Tomson et al). 2004;92:12-6 
Rehabilitation 
Prosthetic rehabilitation for a patient with microstomia: a clinical 
report (Benetti et al). 2004;92:322-7 
Reliability and validity; see Reproducibility of results 
Reline 
Use of a reline jig to fabricate a complete denture implant surgical 
guide from an existing complete denture (Plummer and 
Nahon). 2004:92:598-9 
Removable partial denture; see Denture, partial, removable 
Reproducibility of results 
An in vitro evaluation of the reliability and validity of an electronic 
pantograph by testing with five different articulators (Chang 
et al). 2004;92:83-9 
Research 
A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Wood and Vermilyea). 2004;92:447-62 
Resins 
Amalgam repair with a 4-META resin (Chang). 2004;92:506-7 
Effect of chemical disinfectants on the transverse strength of heat- 
polymerized acrylic resins submitted to mechanical and 
chemical polishing (Orsi and Andrade). 2004;92:382-8 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sarag¢ et al). 2004;92:283-7 
An evaluation of impression techniques for multiple internal 
connection implant prostheses (Vigolo et al). 2004;92:470-6 
Evaluation of varying amounts of thermal cycling on bond strength 
and permanent deformation of two resilient denture liners 
(Pinto et al). 2004:92:288-93 
Fabrication of a cement- and screw-retained implant prosthesis 
(Rajan and Gunaseelan ). 2004;92:578-80 
Fracture resistance of metal-free composite crowns—eftects of fiber 
reinforcement, thermal cycling, and cementation technique 
(Lehmann et al). 2004;92:258-64 
vitro fracture resistance of posterior metal-ceramic and all- 
ceramic inlay-retained resin-bonded fixed partial dentures 
(Kiligarslan et al). 2004;92:365-70 
vitro shear bond strength of cementing agents to fixed 
prosthodontic restorative materials (Piwowarczyk et al). 2004; 
92:265-73 
Influence of acidulated phosphate fluoride solution on the color 
stability of indirect composites (Tanoue et al). 2004;92: 
343-7 
Influence of cyclic loading and luting agents on the fracture load of 
two all-ceramic crown systems (Attia and Kern). 2004;92: 
551-6 
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Influence of different adhesive resin cements on the fracture 
strength of aluminum oxide ceramic posterior crowns (Komine 
et al). 2004;92:359-64 

Influence of polymerization mode of dual-polymerized resin direct 
core foundation systems on bond strengths to bovine dentin 
(Oooka et al). 2004;92:239-44 

An interdisciplinary approach for restoring function and esthetics 
in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 

Investigation into the nature of dentin resin tags: a scanning 
electron microscopic morphological analysis of demineralized 
bonded dentin (Giachetti et al). 2004;92:233-8 

Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004;92:163-9 

Repair of bis-acryl provisional restorations using flowable com- 
posite resin (Bohnenkamp and Garcia). 2004;92:500-2 

Repair strength of autopolymerizing, microwave, and conventional 
heat-polymerized acrylic resins (Rached et al). 2004;92: 
79-82 

Resin-bonded attachments for maxillary obturator retention: 
a clinical report (Grossmann and Madjar). 2004;92:229-32 

Restoration of anterior teeth with indirect composite partial 
coverage crowns: a clinical report (Rappelli et al). 2004;92: 
519-22 

A simple method to obtain uniform thickness of acrylic resin 
around a grid strengthener embedded in a denture base (Neri 
and Patil). 2004;92:95-6 

A technique for restoring an overflared root canal in an anterior 
tooth (Erkut et al). 2004;92:581-3 

Thermo-hydrolytic stability of core foundation and restorative 
composites (Arksornnukit and Takahashi). 2004;92:348-53 

Resistance 

Effect of margin location on crown preparation resistance form 
(Bowley et al). 2004;92:546-50 

Fracture resistance of metal-free composite crowns—effects of fiber 
reinforcement, thermal cycling, and cementation technique 
(Lehmann et al). 2004;92:258-64 

An in vitro study evaluating the effect of ferrule length on fracture 
resistance of endodontically treated teeth restored with fiber- 
reinforced and = zirconia dowel (Akkayan). 

2004;92:155-62 

Mechanical properties of 3 hydrophilic addition silicone and 


systems 


polyether elastomeric impression materials (Lu et al). 
2004;92:151-4 
Retention and resistance of preparations for cast restorations (Potts 
et al). 2004;92:207-12 
Restoration, temporary 
Repair of bis-acryl provisional restorations using flowable com- 
posite resin (Bohnenkamp and Garcia). 2004;92:500-2 


A technique for fabrication of a provisional fixed partial denture for 
nonparallel abutments (Jamani and Fayyad). 2004;92:584-7 
Retention 
Altered prosthodontic treatment approach for bilateral complete 
maxillectomy: a clinical report (Cheng et al). 2004;92:120-4 
(McCracken). 


Contemporary partial denture 


2004;92:409-17 


A descriptive 18-year retrospective review of subperiosteal implants 


designs 


for patients with severely atrophied edentulous mandibles 
(Moore and Hansen). 2004;92:145-50 

Direct procedure for connecting a mandibular implant-retained 
overdenture with ball attachments (Taddei et al). 2004;92: 
403-4 

Effect of multi-adhesive layering on retention of extraoral 
maxillofacial silicone prostheses in vivo (Kiat-amnuay et al). 
2004;92:294-8 

Evaluation of the factors necessary to develop stability in 
mandibular dentures (Wright). 2004;92:509-18 
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Fabrication of a cement- and screw-retained implant prosthesis 
(Rajan and Gunaseelan ). 2004;92:578-80 

Resin-bonded attachments for maxillary obturator retention: 
a clinical report (Grossmann and Madjar). 2004;92:229-32 

Retention and resistance of preparations for cast restorations (Potts 
et al). 2004;92:207-12 

Retention guide for 
2004;92:93-4 

Stress transfer of four mandibular implant overdenture cantilever 
designs (Sadowsky and Caputo). 2004;92:328-36 

Review literature 
Annual review of selected dental literature: Report of the 


resilient dental attachments (Hsu). 


Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92:39-71 
Contemporary materials and technologies for all-ceramic fixed 
partial dentures: a review of the literature (Raigrodski). 
2004;92:557-62 
A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Wood and Vermilyea). 2004;92:447-62 
The shortened dental arch: a review of the literature (Armellini and 
von Fraunhofer). 2004;92:531-5 
Root canal; see Dental pulp cavity 
Root canal irrigants 
Lactic acid root canal irrigation for dowel and core treatment: 
a pilot study (Ayad ). 2004;92:540-5 
Root canal therapy 
Esthetic enhancement of ceramic crowns with zirconia dowels and 
cores: a clinical report (Toksavul et al). 2004;92:116-9 
An in vitro study evaluating the effect of ferrule length on fracture 
resistance of endodontically treated teeth restored with fiber- 
reinforced and zirconia dowel (Akkayan). 
2004;92:155-62 
Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004;92:163-9 
Rotation 
Effect of margin location on crown preparation resistance form 
(Bowley et al). 2004;92:546-50 


systems 


Scars; see Cicatrix 
Scleroderma, systemic 
Prosthetic rehabilitation for a patient with microstomia: a clinical 
report (Benetti et al). 2004;92:322-7 
Self-made dentures 
Patient-fabricated denture prostheses: a clinical report (Mamoun 
et al). 2004;92:423-7 
Sex 
An evaluation of the curve of Spee in the maxilla and mandible of 
human permanent healthy dentitions (Xu et al). 2004;92:536- 
9 
Shade 
Designing visually optimal shade guides (Analoui et al). 
2004;92:371-6 
Simplifying the correction of the digital image in shade commu- 
nication (Stumpel). 2004;92:202-3 
Spectrophotometric evaluation of the optical influence of different 
metal alloys and porcelains in the metal-ceramic complex 
(Kourtis et al). 2004;92:477-85 
Short dental arch 
The shortened dental arch: a review of the literature (Armellini and 
von Fraunhofer). 2004;92:531-5 
Shrinkage 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
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Silicones 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sarag et al). 2004;92:283-7 
Effect of multi-adhesive layering on retention of extraoral 
maxillofacial silicone prostheses in vivo (Kiat-amnuay et al). 
2004;:92:294-8 
An implant impression technique using a plaster splinting index 
combined with a silicone impression (Eid). 2004;92:575-7 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 
2004;92:151-4 
Using silicone occlusal registration material as a guide for tooth 
preparation (Hsu). 2004;92:302 
Siloxanes 
Distortion of disposable plastic stock trays when used with putty 
vinyl polysiloxane impression materials (Cho and Chee). 
2004-92:354-8 
An implant impression technique using a plaster splinting index 
combined with a silicone impression ( Eid). 2004;92:575-7 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether clastomeric impression materials (Lu et al). 
2004;92:151-4 
Use of vinyl polysiloxane for the fabrication of implant surgical 
guide (Sukotjo and Radics). 2004;92:596-7 
Silver 
Effect of different high-palladium metal-ceramic alloys on the color 
of opaque and dentin porcelain (Stavridakis et al). 
2004;92:170-8 
Skeletal growth 
Che effect of adult growth on an anterior maxillary single-tooth 
implant: a clinical report (Tarlow). 2004;92:213-5 
Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
Suri et al). 2004;92:428-33 
Sleep apnea syndromes 
Computerized tomographic evaluation of effects of mandibular 
anterior repositioning on the upper airway: a pilot study 
Ogutcen-Toller et al). 2004;92:184-9 
Smear layer 
Lactic acid root canal irrigation for dowel and core treatment: 
a pilot study (Ayad ). 2004;92:540-5 
Snoring 
Computerized tomographic evaluation of effects of mandibular 
anterior repositioning on the upper airway: a pilot study 
Ogutcen-Toller et al). 2004;92:184-9 
Sodium hypochlorite 
Effect of chemical disinfectants on the transverse strength of heat- 
polymerized acrylic resins submitted to mechanical and 
chemical polishing (Orsi and Andrade ). 2004;92:382-8 
Evaluation of disinfected casts poured in gypsum with gum arabic 
and calcium hvdroxide additives (Abdelaziz et al). 2004:92:27- 
34 
Lactic acid root canal irrigation for dowel and core treatment: 
a pilot study (Ayad ). 2004;92:540-5 
Software 
Incorporation of microchips to facilitate denture identification by 
radio frequency tagging ( Millet and Jeannin). 2004;92:588-90 
Spectrophotometry 
Designing visually optimal shade guides (Analoui et al). 
2004;92:371-6 
Spectrophotometric evaluation of the optical influence of different 
metal alloys and porcelains in the metal-ceramic complex 
(Kourtis et al). 2004;92:477-85 
Speech 
Altered prosthodontic treatment approach for bilateral complete 
maxillectomy: a clinical report (Cheng ct al). 2004;92:120-4 
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Splints 
Adaptation of fiber-reinforced strip using dental floss for the direct 
splinting technique (Papazoglou and Anagnostou). 2004;92: 
600-1 
An evaluation of impression techniques for multiple internal 


connection implant prostheses (Vigolo et al). 2004;92:470-6 
An implant impression technique using a plaster splinting index 
combined with a silicone impression (Eid). 2004;92:575-7 
Resin-bonded attachments for maxillary obturator retention: 
a clinical report (Grossmann and Madjar). 2004;92:229-32 
Stainless steal 
Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004;92:163-9 
Stainless steel 
A technique for fabrication of a provisional fixed partial denture for 
nonparallel abutments (Jamani and Fayyad). 2004;92:584-7 
Stannous fluoride; see Tin fluorides 
Stomatognathic system 
Quantification of the relative risk of multiple occlusal variables for 
muscle disorders of the stomatognathic system (Landi et al). 
2004;92:190-5 
Strain 
Analysis of strain around endosseous dental implants opposing 
natural teeth or implants (Hekimoglu et al). 2004;92:441-6 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether clastomeric impression materials (Lu al). 
2004;92:151-4 
Stress, mechanical 
Thermo-hydrolytic stability of core foundation and restorative 
composites (Arksornnukit and Takahashi). 2004;92:348-53 
Student Newman-Keuls procedure 
An evaluation of impression techniques for multiple internal 
connection implant prostheses (Vigolo et al). 2004;92:470-6 
Subantral augmentation procedure 
Histologic evaluation of a 12-year-old threaded hydroxyapatite- 
coated implant placed in conjunction with subantral augmen- 
tation procedure: a clinical report (Proussaefs et al). 
2004;92:17-22 
Surface hardness 
Alterations of surface hardness with gypsum die hardeners ( Harris 
et al). 2004:92:35-8 
Effect of different peroxide bleaching regimens and subsequent 
fluoridation on the hardness of human enamel and dentin 
(Lewinstein et al). 2004;92:337-42 
Surface properties 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sarag et al). 2004;92:283-7 
Surface roughness 
Effect of casting technique on surface roughness and consequent 
mass loss after polishing of NiCr and CoCr base metal alloys: 
a comparative study with titanium (Bezzon et al). 2004; 
92:274-7 
Effect of fluoride and 10% carbamide peroxide on the surface 
roughness of low-fusing and ultra low—-fusing porcelain (Butler 
et al). 2004;92:179-83 
Surgical flaps 
A multidisciplinary approach to restoring an acquired palatal detect 
using, distraction osteogenesis: a clinical report (Armbruster 
ct al). 2004:92:316-21 
Surgical guides 
Effects of varied dimensions of surgical guides on implant 
angulations (Choi et al). 2004;92:463-9 
Use of a reline jig to fabricate a complete denture implant surgical 
guide from an existing complete denture (Plummer and 
Nahon ). 2004;92:598-9 
Use of vinyl polysiloxane for the fabrication of implant surgical 
guide (Sukotjo and Radics). 2004;92:596-7 
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Surgical templates 
Clinical application of surgical fixation screws in implant prostho- 
dontics—part I: positioning of radiographic and_ surgical 
templates (Holst et al). 2004;92:395-8 
Clinical application of surgical fixation screws in implant prostho- 


dontics—part II: indexing implant position (Holst et al). 
2004;92:496-9 

Surgical templates for prosthetically-guided implant placement 
(Meitner and Tallents). 2004;92:569-74 


T 
Tea stains 
Influence of acidulated phosphate fluoride solution on the color 
stability of indirect composites (Tanoue et al). 2004;92:343-7 
Tear resistance 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 
2004;92:151-4 
Technology 
Contemporary materials and technologies for all-ceramic fixed 
partial dentures: a review of the literature (Raigrodski). 2004; 
92:557-62 
Telescopic prostheses 
Fixed partial denture supported by all-ceramic copings: a clinical 
report (Pellecchia et al). 2004;92:220-3 
Templates 
Clinical application of surgical fixation screws in implant prostho- 
dontics—part I: positioning of radiographic and_ surgical 
templates (Holst et al). 2004;92:395-8 
Clinical application of surgical fixation screws in implant prostho- 
dontics—part II: indexing implant position (Holst et al). 
2004;92:496-9 
A simple procedure for minimizing adjustment of immediate 
complete denture: a clinical report (Bissasu). 2004;92:125-7 
Surgical templates for prosthetically-guided implant placement 
(Meitner and Tallents). 2004;92:569-74 
Temporomandibular joint 
Annual review of selected dental literature: Report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2004;92: 
39-71 
Fabrication of a custom diving mouthpiece using a thermoforming 
material (Matsui et al). 2004;92:392-4 
Quantification of the relative risk of multiple occlusal variables for 
muscle disorders of the stomatognathic system (Landi et al). 
2004;92:190-5 
Simple instrument for auscultation of temporomandibular joint 
sounds (Leknius and Kenyon). 2004;92:604 
Temporomandibular joint syndrome; see Craniomandibular dis- 
orders 
Tensile strength 
Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 2004;92: 
151-4 
Tensile properties and hardness of cast Fe-Pt magnetic alloys 
(Watanabe et al). 2004;92:278-82 
Thermal cycling 
Evaluation of varying amounts of thermal cycling on bond strength 
and permanent deformation of two resilient denture liners 
(Pinto et al). 2004;92:288-93 
Fracture resistance of metal-free composite crowns—effects of fiber 
reinforcement, thermal cycling, and cementation technique 
(Lehmann et al). 2004;92:258-64 
Thermal stress 
Thermo-hydrolytic stability of core foundation and restorative 
composites (Arksornnukit and Takahashi). 2004;92:348-53 
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Thermoforming materials 
Fabrication of a custom diving mouthpiece using a thermoforming 
material (Matsui et al). 2004;92:392-4 
Tin fluorides 
Effect of fluoride and 10% carbamide peroxide on the surface 
roughness of low-fusing and ultra low—fusing porcelain (Butler 
et al). 2004;92:179-83 
Titanium 
Effect of casting technique on surface roughness and consequent 
mass loss after polishing of NiCr and CoCr base metal alloys: 
a comparative study with titanium (Bezzon et al). 2004;92: 
274-7 
In vitro comparative analysis of the fit of gold alloy or commercially 
pure titanium implant-supported prostheses before and after 
electroerosion (Sartori et al). 2004;92:132-8 
Porosity of cpTi casting with four different casting machines 
(Eliopoulos et al). 2004;92:377-81 
Tomography, x-ray computed 
Computerized tomographic evaluation of effects of mandibular 
anterior repositioning on the upper airway: a pilot study 
(Ogutcen-Toller et al). 2004;92:184-9 
Tongue 
Evaluation of the factors necessary to develop stability in 
mandibular dentures (Wright). 2004;92:509-18 
Tooth, supernumerary 
Esthetic enhancement of ceramic crowns with zirconia dowels 
and cores: a clinical report (Toksavul et al). 2004;92: 
116-9 
Tooth alignment 
Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004;92:428-33 
Tooth bleaching 
Effect of different peroxide bleaching regimens and subsequent 
fluoridation on the hardness of human enamel and dentin 
(Lewinstein et al). 2004;92:337-42 
Tooth color 
Designing visually optimal shade guides (Analoui et al). 2004;92: 
371-6 
Tooth demineralization 
Investigation into the nature of dentin resin tags: a scanning 
electron microscopic morphological analysis of demineralized 
bonded dentin (Giachetti et al). 2004;92:233-8 
Tooth discoloration 
Esthetic enhancement of ceramic crowns with zirconia dowels and 
cores: a clinical report (Toksavul et al). 2004;92:116-9 
Tooth fracture 
Restoration of anterior teeth with indirect composite partial 
coverage crowns: a clinical report (Rappelli et al). 2004;92: 
519-22 
Tooth preparation 
Using silicone occlusal registration material as a guide for tooth 
preparation (Hsu). 2004;92:302 
Transverse strength 
Effect of chemical disinfectants on the transverse strength of heat- 
polymerized acrylic resins submitted to mechanical and 
chemical polishing (Orsi and Andrade). 2004;92:382-8 
Trays 
Distortion of disposable plastic stock trays when used with putty 
vinyl polysiloxane impression materials (Cho and Chee). 
2004;92:354-8 
Treatment outcome 
A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Wood and Vermilyea). 2004;92:447-62 
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Treatment planning 
A review of selected dental literature on evidence-based treatment 
planning for dental implants: Report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Wood and Vermilyea). 2004;92:447-62 


U 
U-loop pressure clip 
A U-loop pressure clip for earlobe keloid (Vachiramon and 
Bamber). 2004;92:389-9] 


Upper airway 
Computerized tomographic evaluation of effects of mandibular 


anterior repositioning on the upper airway: a pilot study 
(Ogutcen-Toller et al). 2004;92:184-9 
Uvula 
Computerized tomographic evaluation of effects of mandibular 
anterior repositioning on the upper airway: a pilot study 
(Ogutcen-Toller et al). 2004;92:184-9 


Vv 
Vacuum casting 
Effect of casting technique on surface roughness and consequent 
mass loss after polishing of NiCr and CoCr base metal alloys: 
a comparative study with titanium (Bezzon et al). 
2004;92:274-7 
Validity; see Reproducibility of results 
Veneers 
An interdisciplinary approach for restoring function and esthetics 
in a patient with amelogenesis imperfecta and malocclusion: 
a clinical report (Ozturk et al). 2004;92:112-5 
Retention and resistance of preparations for cast restorations (Potts 
et al). 2004;92:207-12 
Vertical dimension 
Alterations of surface hardness with gypsum die hardeners ( Harris 
et al). 2004:92:35-8 
Combined prosthodontic and orthodontic treatment of a patient 
with a Class III skeletal malocclusion: a clinical report (Sakar 
et al). 2004;92:224-8 
Complete denture prosthodontics—the state of the art (Boucher). 
2004;92:309-15 
Effect of margin location on crown preparation resistance form 
( Bowley et al). 2004;92:546-50 
Evaluation of disinfected casts poured in gypsum with gum arabic 
and calcium hydroxide additives (Abdelaziz et al). 2004;92:27- 
34 
A selective-pressure impression technique for the edentulous 
maxilla (Duncan et al). 2004;92:299-301 
Simultaneous functional and fixed appliance therapy for growth 
modification and dental alignment prior to prosthetic habili- 
tation in hypohidrotic ectodermal dysplasia: a clinical report 
(Suri et al). 2004;92:428-33 
Vertical marginal discrepancy of ceramic copings with different 
ceramic materials, finish lines, and luting agents: an in vitro 
evaluation (Quintas et al). 2004;92:250-7 
Vinyl polysiloxanes 
Distortion of disposable plastic stock trays when used with putty 
vinyl polysiloxane impression materials (Cho and Chee). 
2004;92:354-8 
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An implant impression technique using a plaster splinting index 
combined with a silicone impression (Eid). 2004;92:575-7 

Mechanical properties of 3 hydrophilic addition silicone and 
polyether elastomeric impression materials (Lu et al). 
2004;92:151-4 

Use of vinyl polysiloxane for the fabrication of implant surgical 
guide (Sukotjo and Radics). 2004;92:596-7 

Visually optimal shade guides 

Designing visually optimal shade guides (Analoui et al). 

2004:92:371-6 


Ww 
Water solubility 
Residual methyl methacrylate monomer, water sorption, and water 
solubility of hypoallergenic denture base materials ( Pfeiffer and 
Rosenbauer). 2004;92:72-8 
Water sorption 
Residual methyl methacrylate monomer, water sorption, and water 
solubility of hypoallergenic denture base materials ( Pfeiffer and 
Rosenbauer ). 2004;92:72-8 
Waxes 
CAD-CAM generated ear cast by means of a laser scanner and rapid 
prototyping machine (Ciocca and Scotti). 2004;92:591-5 
Wetting agents 
Effect of denture base surface pretreatment on microleakage of 
a silicone-based resilient liner (Sarag et al). 2004;92:283-7 
World Health Organization 
The shortened dental arch: a review of the literature (Armellini and 
von Fraunhofer). 2004;92:531-5 
Wounds and injuries 
Restoration of anterior teeth with indirect composite partial 
coverage crowns: a clinical report (Rappelli et al). 2004;92: 
519-22 


F 
Zinc phosphate cement 
Fabrication of a cement- and screw-retained implant prosthesis 
(Rajan and Gunaseelan ). 2004;92:578-80 
In vitro shear bond strength of cementing agents to fixed 
prosthodontic restorative materials (Piwowarczyk et al). 
2004;92:265-73 
Zirconia 
Contemporary materials and technologies for all-ceramic fixed 
partial dentures: a review of the literature (Raigrodski). 
2004;92:557-62 
Esthetic enhancement of ceramic crowns with zirconia dowels and 
cores: a clinical report (Toksavul et al). 2004;92:116-9 
In vitro fracture resistance of posterior metal-ceramic and all- 
ceramic inlay-retained resin-bonded fixed partial dentures 
(Kilicarslan et al). 2004;92:365-70 
In vitro fracture strength of teeth restored with different all- 
ceramic crown systems (Potiket et al). 2004;92:491-5 
An in vitro study evaluating the effect of ferrule length on fracture 
resistance of endodontically treated teeth restored with fiber- 
reinforced and = zirconia dowel (Akkayan). 
2004-92:155-62 
Microleakage of endodontically treated teeth with different dowel 
systems (Usumez et al). 2004;92:163-9 


systems 


VOLUME 92 NUMBER 6 


4 
is 
642 
— 


